
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



PUBLIC HEALTH REPORTS 

VOL. 32 JULY 20, 1917 No. 29 



MEDICAL CARE OF INJURED FEDERAL EMPLOYEES. 

HOSPITALS AND STATIONS OF THE PUBLIC HEALTH SERVICE TO FURNISH FREE 
MEDICAL TREATMENT TO EMPLOYEES OF THE UNITED STATES INJURED IN THE 
PERFORMANCE OF THEIR DUTIES. 

Washington, June 27, 1917. 
To commissioned medical officers, acting assistant surgeons, customs 

officers, and others concerned: 

Section 9 of act of Congress approved September 7, 1916, entitled 
"An act to provide compensation for employees of the United 
States suffering injuries while in the performance of their duties, 
and for other purposes," reads as follows: 

Sec. 9. That immediately after an injury sustained by an employee while in the 
performance of his duty, whether or not disability has arisen, and for a reasonable 
time thereafter, the United States shall furnish to such employee reasonable medical, 
surgical, and hospital services and supplies unless he refuses to accept them. Such 
services and supplies shall be furnished by United States medical officers and hos- 
pitals, but where this is not practicable shall be furnished by private physicians 
and hospitals designated or approved by the commission and paid for from the em- 
ployees' compensation fund. If necessary for the securing of proper medical, sur- 
gical, and hospital treatment, the employee, in the discretion of the commission, 
may be furnished transportation at the expense of the employees' compensation 
fund. 

The commission referred to above has been created and is known 
as the "United States Employees' Compensation Commission." 
This commission has immediate jurisdiction over matters pertaining 
to the medical and surgical relief of Government employees who are 
injured while in the performance of their duties. 

In accordance with the provisions contained in the above quoted 
section of the act of Congress approved September 7, 1916, civil 
employees of the United States who are injured while in the per- 
formance of their duties, shall be furnished, upon application and 
without personal charge, reasonable medical and surgical treatment 
by all medical officers at first, second, and third class relief stations 
of the service, in accordance with rules hereinafter prescribed: 

1. An injured civil employee of the United States, in order to receive treatment, 
shall present to the medical officer a certificate stating that he is a Government em- 
ployee and that he was injured on a certain date while in the performance of his 
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duties. Such certificates must be signed by the employee's superior officer, or by 
the medical officer, United States Employees' Compensation Commission. 

2. An injured civil employee of the United States, in order to obtain the benefits 
of the service,' must apply in person (or by proxy if too seriously injured so to do) at 
the local office of the Public Health Service, or to a medical officer of said service. 

3. At marine hospitals,, no charge shall be made for services or supplies furnished 
injured civil employees of the United States. Expenditures incurred at said hos- 
pitals for the care and treatment of such injured employees are payable from appro- 
priations for the Public Health Service. 

4. At second and third class relief stations of the service, expenditures incurred 
on account of either office or hospital treatment furnished injured civil employees of 
the United States shall be taken up in special vouchers rendered against the United 
States Employees' Compensation Commission. The rates charged for the care of 
seamen, as approved by the department, shall be charged for the care of injured 
Government employees at all contract hospitals of the service, and vouchers for such 
care should be rendered against the above-named commission. All vouchers for 
services or supplies furnished in the treatment of said injured employees will be paid 
direct by the United States Employees' Compensation Commission, and such vouchers 
should be forwarded to the bureau for reference to the proper officer of that commis- 
sion, unless otherwise instructed. In preparing said vouchers, the words "Em- 
ployees' compensation fund" should be written in at the station after the word "ap- 
propriation" appearing on voucher forms, and stubs attached to such vouchers should 
be altered to show that payment is made on account of the United States Compensa- 
tion Commission. Until further notice, vouchers for said services or supplies should 
be rendered on blanks issued by the Public Health Service, Forms 1926 and 1949. 
Expenditures payable from the above-mentioned fund should not be listed among 
the expenditures noted in monthly schedules of encumbrances, Form 1955. No 
charges shall be made for professional services furnished said injured employees by 
medical officers of the service, nor shall any charge be made for supplies in stock 
furnished such persons. 

5. Treatment furnished injured employees of the United States, in accordance 
with the above-mentioned act of Congress, shall be taken up in monthly reports of 
patients admitted to and discharged from hospital treatment at first and second 
class relief stations, and relief certificates and hospital permits shall be issued in case 
of treatment furnished such patients at third-class relief stations of the service. On 
such reports the class of patient should be designated or shown and authority for said 
treatment should be cited as "Act of September 7, 1916." Treatment furnished said 
patients shall also be taken up in "Medical officer's monthly report of relief, Form 
1922 " and in annual reports of medical and surgical relief furnished office and hos- 
pital patients, Forms 1923, 1924, and 1925. 

6. Upon the termination of both office and hospital treatment, a copy of the clinical 
record of treatment furnished injured employees of the United States shall be for- 
warded, through the bureau, to the medical officer, United States Employees' Com- 
pensation Commission. Such clinical records shall include the history, diagnosis, 
treatment, and other pertinent information connected with each case, and shall be 
prepared on service Forms 1946 A, B, C, and D. 

7. When it is in the interest of economy and to the welfare of injured employees of 
the United States, the above-mentioned commission will order the transfer of such 
patients from one station to another, including authority for the necessary expenses 
involved in such transfers. No injured employee should be so transferred without 
special authority from the United States Employees' Compensation Commission. 
Upon the transfer of an injured employee from a second or third class relief station to 
a marine hospital, for the purpose of receiving further treatment, a copy of the clinical 
record should be forwarded to the medical officer in charge of said marine hospital; 
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and upon discharge of the employee from the marine hospital a complete clinical 
record (covering his treatment at both the contract relief station and marine hos- 
pital) shall at once be forwarded, through the bureau, to the medical officer, United 
States Employees' Compensation Commission. 

Officers in charge of second and third class relief stations are 
directed to obtain letters signed by the proper authorities of the 
local contract hospitals to the effect that civil employees of the United 
States, injured while in the performance of their duties, will be 
received at said hospitals and furnished quarters, subsistence, nurs- 
ing, and necessary medicines, during the fiscal year ending June 30, 
1918, at the same rates as named in their proposals submitted for 
the care of seamen during said fiscal year; the services to be the same 
as that furnished seamen. These letters should be addressed to the 
chairman, United States Employees' Compensation Commission, 
Washington, D. C. They should be obtained without delay and for- 
warded through the bureau. 

Keceipt of this circular should be acknowledged. 

Rupeet Blue, Surgeon General. 



QUARANTINE STATION, PHILIPPINE ISLANDS. 

EXECUTIVE ORDER DESIGNATING THE ISLAND OF CAUIT, CEBU, PHILIPPINE ISLANDS, 
FOR USE AS A QUARANTINE STATION. 

Whereas by Executive order dated October 25, 1904, Luke E 
Wright, civil governor of the Philippine Islands, set aside and re- 
served the Island of Cauit, Province of Cebu, Philippine Islands, 
"For the use of the Quarantine Service and the Marine Hospital 
Service," and said island is now used as a United States quarantine 
station; and 

Whereas the act of Congress approved August 29, 1916, provides 
that all the property and rights which may have been acquired in 
the Philippine Islands by the United States under the treaty of peace 
with Spain, except such land or other property as has been or shall 
be designated by the President of the United States for military and 
other reservations of the Government of the United States * * * 
are hereby placed under the control of the government of said islands 
to be administered or disposed of for the benefit of the inhabitants 
thereof, 

I hereby designate, confirm, and set aside the island of Cauit, 
Province of Cebu, Philippine Islands, for use as a quarantine station 
under the Treasury Department of the United States. 

(Signed) Wookrow Wilson. 

The White House, 

28 June, 1917. 



